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cen 2 STS 


FROM: Chier, FISD 

THROUGH: Chief, TISD/TIB 

SUBIC : Correction to Camera Orientation Data 
RSPERENCS : 

PASS TO: 








Ls ee) Eb ai seeea Tone CUNY, cn 27 Hoventer, A 
ang the Chier, Tis, Gigscuaded the results of the Cemera, 
crientation data with emphasis on Pass 4. 

2. As 8 consequence of this discussion Pass /% was recouputed 


by TIS. The following corrections should be made on the Graphs 
provided to IMSD. 





39009 « Pass £4 
Frame Piteb Bol. 
1 = ee a“ 25° +r = 22) 
2 #139 - 35" + + 32 
3 413° = 2h +0F = ka: 
i, +13° = ay: +0° = kB! 
5 #130 = ab o = 0) 
6 +13° = 23: +1° = 00! 
T +13° - 22° +19 = 05! 
3 +17 . 20: #29 = 08' 
9 413° - on° +19 - 10! 
10 +13° «~ 20: +1° = 12' 
re 13° - 19: #2° = 12 
12 #13° = 18: +29 » 11! 
13 #130 = 17° +P - 10! 
14 +#13° = 16' +1° = 08! 
15 +23° - 15° #29 = O8F 
| Ais deapment egvteine information 
Declassified and Released by theaNRO Tess geouon a SH 
In Accordance with E.0. 12953 oe | revarring te Pic 1. fetal 


on___NOV 26 1997 
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411" = 3° 
+11° = 26' 
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3. At this date it has not been possible to 
absolute accuracy of the data, but it is believed that the 
represent true rates of chamge of pitch and roll. Comparison vith 
data compiled on pass 7 by otbers has been favorable. 


4. Phree cther passes were rechecked en 
noted. . 











